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Squib-Operated Disconnect 


The problem: 

A small squib-operated disconnect was required 
for the Mariner Mars 1971 spacecraft; the device had 
to withstand repeated proof -testing at extreme vibra- 
tion with no degradation of performance even when 
stressed at 1,360 to 2,160 kg (3000 to 5000 pounds) ten- 
sion. Moreover, at the time of disconnection, neither 
gases nor debris could be ejected. 

The solution: 

A stud with an enlarged end is held in a collet 
locked by pins held in place by a piston; when a squib 
is fired, trapped combustion products force the piston 
to release the pins. 

How if s done: 

A multiple-jaw split-collet assembly is mounted in 
a cylindrical cavity as shown in the following diagram; 
the lower stud fastened to the collet serves as the 
means for attaching the disconnect to the rocket. 
When the upper stud (fastened to the spacecraft) is 
inserted into the collet, it will be held lightly by the 
natural spring action of the collet jaws; however, 
when the pin locator bushing is put in place, retaining 
pins are forced by the piston against the collet jaws. 
Since the pins prevent the collet jaws from expanding, 
the upper stud is held securely in place; the piston 
is held in position by the piston spring shown in the 
diagram. 

The annular volume E, formed by the clearance 
between the cap and the piston, is made gas-tight by 
O-rings. When the squib is fired, gases enter the squib 
port and the annular volume, forcing the piston to 
compress its spring; this action frees the retaining 
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pins and allows the ejector spring to push the upper 
stud out of the collet jaws, as indicated in the follow- 
ing diagram. 
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Exhaust gases from the squib are confined by fi- 
rings to remain in the annular volume E; the retain- 
ing pins have shoulders to prevent their being thrown 
out when the upper stud is released. The upper and 
lower studs are equipped with O-rings to effect an 
hermetic seal of the inner working parts of the device. 
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